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1. Forwarded herewith for your information and retention is a des- 
criptio n. together with diagram and Time chsrt of Mixin? Device which will 
be used 

2. On the 2l*th of May, I land members of his staff visited 

the C. Lorenz A.C. plant at Pforzheim to inpaeet this Hixm; Device. Their 
reactions of this visit will be sent ycur heidiuarters as soon as they be- 
come available. 


FOR THE CHIEF i 


3 Inclsi 

1. Description of Mixing Device 

2. Diagram af •tivng Device 

3. Time Chart of Mixing Device 
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